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The Cutting mechanism of these machines operates on ball 
bearings for smooth dependable performance. Adjustments are provided for 
squareness of cut, for accurate measurement and for correct cutting pressure under 
all conditions. These machines use a standard FLETCHER "Gold Tip" glass cutter 
which can be taken from your regular stock. They are attractively finished in old 
ivory and green to harmonize with any store interior. Investigate these machines 
now for greater glass profits. 
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